
Food Establishment Inspection Report 



Houston Department of Health and Human Services 
Environmental Health Division / Consumer Health Services 
Phone: 832.393.5100 Fax:832.393.5208 
www.houstontx.gov 

Establishment TEMPURA GRILL & MORE (ESTABLISHMENT) 

Acct#432219 

Address 622 FM 1959 RD 

Zip 77034 

Owner TAJ TEMPURA FOODS, LLC 

Type Insp Reinspection 
(002) 

Date 

04/02/2019 

Arrival 1 Departure 

02:40 PM 1 04:15 PM 

Telephone 1 

1 District 

1 107 

1 Score 

12.00 

Permit Expiration 

02/23/2020 

Permit Type 

F,G 

Certified Manager 

Food Temperatures / Unit Temperatures 

Item/Location 

Temp 

Item/Location 

Temp 

Item/Location 

Temp 































OBSERVATIONS AND CORRECTIVE ACTIONS 

Code 

Items in violation to be corrected by the dates indicated or immediately. 

Correct By 

20-21.21(a) 

Controlling pests, generally. Effective measures intended to eliminate the presence of rodents, flies, cockroaches, and 
other insects on the premises not utilized. 

Provide effective measures intended to eliminate the presence of (german cockroaches) on the premises. German 
Cockroaches in all life stages were observed : around the dishwasher legs, prep table legs, rice cooker table top, 
wood table, metal kitchen rack wheels New Violation. 

04/03/2019 

20-21.24(b)(01) 

Protective shielding, light bulbs not shielded / coated / otherwise shatter-resistant in areas where there is exposed 
food, clean equipment / utensils / linens / unwrapped single-service or single-use articles, except as specified in 
subitems a and b of this item Shielded / coated / otherwise shatter-resistant bulbs need not be provided in areas used 
only for storing food and single-service articles in unopened packages if the integrity of the packages cannot be 
affected by broken glass falling onto them and the packages are capable of being cleaned of debris from broken 
bulbs before the packages are opened. 

Priovide shielding / coating / shatter-resistant protection provided for artificial lighting located in: food is exposed / 
equipment washing / utensil washing lines area(s) / unwrapped single-service storage area(s) / single-use storage 
area(s) / equipment and utensil storage area(s). Place shatter resistant heat lamps on the buffet line. New Violation. 

04/05/2019 

21-244(a) 

"NO SMOKING" signs or the international "NO SMOKING" symbol not clearly and conspicuously posted in a public 
place where smoking is prohibited 

Post a 'NO SMOKING' sign or symbol inside establishment. New Violation. 

04/04/2019 

COMMENTS 

REINSPECTION REQUIRED--Based on the violations observed during today's inspection, a reinspection will be performed on or shortiy after 4/3/19 
(not to exceed 10 days from today). Items in violation must be corrected by the dates indicated. Failure to correct these violations by the dates 
indicated may result in Municipal Court Citations being issued and/or additional enforcement action. Previously Imposed Temporary Closure is still in 
effect 

Person in Charge (Signature) Saeed Asrar 

Date: 04/02/2019 

Sanitarian (Signature) Wilbert Robinson (WXR1) 

Date: 04/02/2019 
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